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Message Text 

UNCLASSIFIED 

PAGE 01 LISBON 04811 221613Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 ( ISO ) W 

051514 23045 1Z/14 

R 221540Z JUN 77 
FM AMEMBASSY LISBON 
TO SECSTATE WASHDC 1858 

UNCLAS LISBON 4811 

E.O. 11652: N/A 
TAGS: BENC, PO 

SUB J : MAJOR PROJECT: SETUBAL POWER PLANT 

REF: STATE 142780 

1 . EDP OFFICIAL JOSE FAGULHA VAZ INFORMED US THAT EDP HAS 
CONTRACTED FOR TRAINING AND OPERATIONAL SERVICES FOR BOTH 
PHASES OF SETUBAL PROJECT WITH FIRM ELECTROBEL OF BRUSSELS. 

THEREFORE, GIBBS AND HILL APPEARS TO HAVE NO OPPORTUNITY TO 
OBTAIN SUCH A CONTRACT FOR THIS PROJECT. 

2. OTHER INFO REQUESTED REFTEL IS AS FOLLOWS: 

- PROJECT MANAGER FOR SETUBAL IS EDP OFFICIAL ENG. FRANCIS 
CORREIA. 

- CORRECT NAME AND ADDRESS OF CIVIL CONSTRUCTION CONTRACTOR 
FOR PHASE I OF SETUBAL PROJECT IS: CONSTRUTORA MODERNA - 

DIV. DE EQUIPAMENTOS INDUSTRIAL DE SOREFAME, 

ESTRADA NACIONAL 10, AMORA, PORTUGAL (TEL: 2491002) 

- EDP'S DIRECTOR OF THERMAL AND NUCLEAR EQUIPMENT (I.E. 

OVERSEER OF ALL NON HYDROELECTRIC CONSTRUCIION) IS ENG. ABILIO 
FERNANDES. 
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